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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 207770 

63 

ORIGIN CPR-01 

INFO OCT-OI EUR-I2 ISO-00 /0I4R 

DRAFTED BY S/CPR:MLSHEILS:JK 
APPROVED BY S/CPR:WRCODUS 

057428 

R02I448Z SEP 75 
FM SECSTATE WASHDC 
TO AMEMBASSY WARSAW 
AMEMBASSY BELGRADE 
AMEMBASSY BONN 
AMEMBASSY BUCHAREST 

UNCLAS STATE 207770 

E.O. 1 1652: NA 

TAGS: OVIP (FORD, GERALD R.) 

SUBJECT: PRESIDENTIAL TRIP 
FROM SHEILS, S/CPR 

WOULD APPRECIATE YOUR DELVING INTO YOUR MEMORIES TO ASSIST 
IN IDENTIEYING THE FOLLOWING GIFTS. NEED TO KNOW DONOR, 
DONOR'S ADDRESS AND CIRCUMSTANCES OF GIFT PRESENTATION. 

1 . EOR BELGRADE: LARGE FRAMED ICON OF "WARRIOR NIKITA" 

WITH ACCOMPANYING BOOK "FRESCOS AND ICONS" BY OTO BIHALJI- 
MERIN. 

2. EOR WARSAW: 

A. SET OE TWELVE PRINTS OF CRACOW IN PAPER FOLDER 
MARKED WIDOKI KRAKOWA, MUSEUM NARODOWEGO. 

B. SMALL REDAVHITE SILK HANGING IN PLASTIC COVERING - 
COAT OF ARMS UNIVERSYTET JAGIELLONSKI. 

UNCLASSIFIED 

UNCLASSIFIED 
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C. BOOK - THE COLLEGIUM MAIUS OF THE JAGCELLONIAN 
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UNIVERSITY IN CRACOW BY KAROL ESTREICHER. 

D. BOOK - THE STORY OF THE KOSCIUSZKO FOUNDATION - 
HOW IT CAME ABOUT BY STEPHEN P. MIZWA. 

E. BOOK - MIKOLAJ KOPERNIK. 

3. MISCELLANEOUS: 

A. WOOD SLATTED WALL HANGING- WOVEN IN ORANGE, GREEN 
AND RED WOOL. 

B. GREY WOODEN WALKING STICK WITH HANDLE IN SHAPE OF 
SERPENT'S HEAD. 

C. ROUND STAINED GLASS COAT OF ARMS OF CROSSED 

SCEPTERS AND CROWN, IN RED, YELLOW AND BLUE GLASS. ROBINSON 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE207770 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MLSHEILS:JK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750303-0232 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750992/aaaadddr.tel 

Line Count: 78 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN CPR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 FEB 2003 by maustmo; APPROVED <12 JAN 2004 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRESIDENTIAL TRIP FROM SHEILS, S/CPR 
TAGS: OVIP, (FORD, GERALD R) 

To: WARSAW MULTIPLE 
Type: TE 
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